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refusal to submit to the Senate rule that nomina-
tions to office should be subject to the approval of
the Senators from the State to which the nominees
belonged. On January 15,1894, eleven Democrats
voted with Senator David B. Hill to defeat a New
York nominee for justice of the Supreme Court.
President Cleveland then nominated another New
York jurist against whom no objection could be
urged regarding reputation or experience; but as
this candidate was not Senator HilPs choice, the
nomination was rejected, fourteen Democrats vot-
ing with him against it. President Cleveland now
availed himself of a common Senate practice to dis-
comfit Senator Hill. He nominated Senator White
of Louisiana, who was immediately confirmed as is
the custom of the Senate when one of its own mem-
bers is nominated to office. Senator Hill was thus
left with the doubtful credit of having prevented
the appointment of a New Yorker to fill the va-
cancy in the Supreme Court. But this incident
did not seriously affect his control of the Demo-
cratic party organization in New York. His ad-
herents extolled him as a New York candidate for
the Presidency who would restore and maintain
the regular party system without which, it was
contended, no administration could be successful in